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Iron  Reservoir  Vases 


THE  peculiar  feature  in  these  vases  consists  in  the  reservoir  for  water,  as  shown  in  the 
cuts  below.  They  do  not  need  watering  oftener  than  once  in  ten  or  fifteen  days, 

according  to  the  size  of  the  vase.  The  moisture  being  drawn  upward  by  capillary  attraction 
(as  in  nature),  the  ground  does  not  become  caked  or  hard,  as  in  ordinary  vases,  but  remains 
open  and  porous  during  the  entire  season.  There  is  no  excess  of  moisture,  and  plants 
thrive  in  them  to  perfection. 


EXPLANATION 


— The  earth  receiver.  qc  — The  reservoir  for  water,  which  is  filled  through  apertures, 
as  shown  in  the  cut.  — Tube  connecting  the  earth  receiver  with  the  reservoir.  This 

tube  is  packed  with  moss  or  sponge,  through  which  the  moisture  is  drawn  up  into  the  earth 
by  capillary  attraction.  ^JWe  are  the  original  makers  and  patentees  of  the  Reservoir 
Vases  illustrated  in  the  following  pages.  Some  of  our  designs  (which  cost  us  a great  deal 
of  thought  and  money)  have  been  appropriated  by  unscrupulous  parties.  They  have  made 
castings  from  our  vases,  with  the  result  that  their  goods  are  not  as  smooth  and  well  finished 
as  ours,  which  are  made  from  the  original  patterns.  We  intend  that  our  prices  shall  at  all 
times  be  as  low  as  those  of  any  other  manufacturer,  and  as  our  line  is  complete,  and  our 
stock  on  hand  sufficient  to  enable  us  to  fill  orders  promptly,  we  hope  to  merit  your  patronage. 
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IRON  RESERVOIR  VASES 


Dakota  Vase 


Height  to  top  of  handles,  5 feet  2 inches 
Width,  including  handles,  5 feet  4 inches 


Diameter  of  Vase,  37  inches 

Base,  21  inches  square  Capacity  of  Reservoir,  16  gallons 


Price,  painted,  $94.00 


Price,  painted  and  bronzed,  $100.00 


IRON  RESERVOIR  VASES 
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Montana  Vase 

Height,  to  top  of  handles,  5 feet  5 inches  Width,  including  handles,  4 feet  3 inches 

Base,  21  inches  square  Capacity  of  Reservoir,  16  gallons 

Price,  painted,  $88.00  Price,  painted  and  bronzed,  $94.00 
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IRON  RESERVOIR  VASES 


Wyoming  Vase 

Height,  to  top  of  handles,  5 feet  1 inch  Diameter  of  Vase,  37  inches 

Width,  including  handles,  5 feet  4 inches  Base,  21  inches  square  Capacity  of  Reservoir,  16  gallons 

Price,  painted,  $82.00  Price,  painted  and  bronzed,  $88.00 


IRON  RESERVOIR  VASES 
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Oregon  Vase 


Height,  4 feet  10  inches  Diameter,  38  inches 

Base,  21  inches  square  Capacity  of  Reservoir,  16  gallons 


Price,  painted,  $75.00  Price,  painted  and  bronzed,  $80.00 
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IRON  RESERVOIR  VASES 


Idaho  Vase 


Height,  4 feet  8 inches  Diameter,  40  inches 

Base,  21  inches  square  Capacity  of  Reservoir,  16  gallons 


Price,  painted,  $75.00 


Price,  painted  and  bronzed,  $80.00 


IRON  RESERVOIR  VASES 
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Nevada  Vase 


Height,  4 feet  8 inches 
Base,  21  inches  square 

Price,  painted,  $72.00 


Diameter,  37  inches 
Capacity  of  Reservoir,  16  gallons 

Price,  painted  and  bronzed,  $77.00 
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IRON  RESERVOIR  VASES 


Arizona  Vase 

Height,  3 feet  8 inches  Width,  40  inches 

Base,  21  inches  square  Capacity  of  Reservoir,  16  gallons 

Price,  painted,  $63.00  Price,  painted  and  bronzed,  $68.00 


IRON  RESERVOIR  VASES 
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Alaska  Vase 

Height,  3 feet  8 inches  Width,  37  inches 

Base,  21  inches  square  Capacity  of  Reservoir,  16  gallons 

Price,  painted,  $60.00  Price,  painted  and  bronzed,  $65.00 
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IRON  RESERVOIR  VASES 


Colorado  Vase 


Height,  44  inches  Width,  38  inches 

Base,  21  inches  square  Capacity  of  Reservoir,  16  gallons 


Price,  painted,  $63.00  Price,  painted  and  bronzed,  $68.00 


IRON  RESERVOIR  VASES 
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Has  deep  earth  receiver 


N-l — Height,  to  top  of  handles,  46  inches 
Width,  including  handles,  30  inches 


Diameter  of  Vase,  24  inches 
Capacity  of  Reservoir,  2^2  gallons 


Price,  painted  white,  $31.50  Price,  painted  and  bronzed,  $35.50 
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IRON  RESERVOIR  VASES 


G-5 — Height,  to  top  of  handles,  55  inches 
Width,  including  handles,  38  inches 


Diameter  of  Vase,  28  inches 
Capacity  of  Reservoir,  2H  gallons 


Price,  painted  white,  $28.25  Price,  painted  and  bronzed,  $32.25 


IRON  RESERVOIR  VASES 


13 


The  earth  receiver  of  the  “G.  & H.”  models  was  our  original  design.  We  have 

made  them  for  over  thirty  years. 


H-5 — Height,  46  inches  Diameter  of  Vase,  28  inches  Capacity  of  Reservoir,  2^  gallons 


Price,  painted  white,  $23.25  Price,  painted  and  bronzed,  $27.25 
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IRON  RESERVOIR  VASES 


G-6 — Height,  to  top  of  handles,  51  inches  W idth,  including  handles,  43  inches 

Capacity  of  Reservoir,  gallons 

Price,  painted  white,  $28.25  Price,  painted  and  bronzed,  $32.25 


IRON  RESERVOIR  VASES 
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Has  large  reservoir.  Especially 

L-l — Height,  to  top  of  handles,  50  inches 
Width,  including  handles,  34  inches 


recommended  for  use  in  cemeteries 

Diameter  of  Vase,  183^  inches 
Capacity  of  Reservoir,  43^  gallons 


Price,  painted  white,  $28.50  Price,  painted  and  bronzed,  $32.50 


L-2  Height,  to  top  of  handles,  42  inches 
Width,  including  handles,  34  inches 

Price,  painted  white,  $22.00 


Diameter  of  Vase,  18^  inches 
Capacity  of  Reservoir,  4^  gallons 

Price,  painted  and  bronzed,  $25.00 


IRON  RESERVOIR  VASES 
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K-2 — Height,  to  top  of  handles,  43  inches 
Width,  including  handles,  31  inches 


Diameter  of  Vase,  183^  inches 
Capacity  of  Reservoir,  4 }/&  gallons 


Price,  painted  white,  $20.00  Price,  painted  and  bronzed,  $23.00 
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IRON  RESERVOIR  VASES 


A particularly  graceful  vase 


0-1 — Height,  to  top  of  handles,  47  inches 
Width,  including  handles,  34  inches 


Diameter  of  Vase,  24  inches 
Capacity  of  Reservoir,  2^  gallons 


Price,  painted  white,  $35.50  Price,  painted  and  bronzed,  $39.50 


IRON  RESERVOIR  VASES 
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Has  deep  earth  receiver 


M-l— Height,  43  inches 


Diameter  of  Vase,  24  inches  Capacity  of  Reservoir,  2l/2  gallons 


Price,  painted  white,  $28.50  Price,  painted  and  bronzed,  $32.50 
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IRON  RESERVOIR  VASES 


G-l — Height,  to  top  of  handles,  64  inches  Diameter  of  Vase,  28  inches 

Width,  including  handles,  38  inches  Base,  23  inches  square  Capacity  of  Reservoir,  234  gallons 

Price,  painted  white,  $30.00  Price,  painted  and  bronzed,  $34.00 

H-l — Same  as  above,  but  without  handles 

Price,  painted  white,  $25.00  Price,  painted  and  bronzed,  $29.00 


IRON  RESERVOIR  VASES 
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G-2  Height,  to  top  of  handles,  57  inches 

Width,  including  handles,  38  inches  Base,  21  inches  square 


Diameter  of  Vase,  28  inches 
Capacity  of  Reservoir,  23^  gallons 


Price,  painted  white,  $26.25  Price,  painted  and  bronzed,  $30.25 
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IRON  RESERVOIR  VASES 


H-2 — Height,  48  inches 

Base,  21  inches  square 


Diameter  of  Vase,  28  inches 
Capacity  of  Reservoir,  2^  gallons 


Price,  painted  white,  $21.25  Price,  painted  and  bronzed,  $25.25 


IRON  RESERVOIR  VASES 
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G-8 — Height,  to  top  of  handles,  53  inches 
Width,  including  handles,  43  inches 


Diameter  of  Vase,  28  inches 
Capacity  of  Reservoir,  23^  gallons 


Price,  painted  white,  $26.25  Price,  painted  and  bronzed,  $30.25 


24 


IRON  RESERVOIR  VASES 


G-4 

Height,  to  top  of  handles,  36  inches 
Diameter  of  Vase,  28  inches 
Width,  including  handles,  38  inches 
Base,  21  inches  square 
Capacity  of  Reservoir,  2^-2  gallons 

Price,  painted  white,  $19.25 
Price,  painted  and  bronzed,  $22.25 


G-3 

Height,  to  top  of  handles,  43  inches 
Diameter  of  Vase,  28  inches 
Width,  including  handles,  38  inches 
Base,  23  inches  square 
Capacity  of  Reservoir,  2]^  gallons 

Price,  painted  white,  $22.75 
Price,  painted  and  bronzed,  $25.75 


IRON  RESERVOIR  VASES 
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G'10 

Height,  to  top  of  handles,  32  in. 
Diameter  of  Vase,  28  in. 

Width,  including  handles,  43  in. 
Capacity  of  Reservoir,  2l/2  gal. 

Price,  painted  white,  $19.25 
Price,  painted  and  bronzed,  $22.25 


G-9 

Height,  to  top  of  handles,  39  in. 
Diameter  of  Vase,  28  in. 

Width,  including  handles,  43  in. 
Capacity  of  Reservoir,  2 gal. 

Price,  painted  white,  $22.75 
Price,  painted  and  bronzed,  $25.75 
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IRON  RESERVOIR  VASES 


H-4 

Height,  26  inches 
Diameter  of  Vase,  28  inches 
Base,  21  inches  square 
Capacity  of  Reservoir,  2^2  gallons 

Price,  painted  white,  $14.25 


One  of  our  first  patterns;  still  in  demand 


H-3 

Height,  33  inches 
Diameter  of  Vase,  28  inches 
Base,  23  inches  square 
Capacity  of  Reservoir,  gallons 

Price,  painted  white,  $17.75 
Price,  painted  and  bronzed,  $20.75 


IRON  RESERVOIR  VASES 
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N-2 — Height,  to  top  of  handles,  333^2  inches 
Width,  including  handles,  30  inches 


Diameter  of  Vase,  24  inches 
Capacity  of  Reservoir,  23^  gallons 


Price,  painted  white,  $26.25 


Price,  painted  and  bronzed,  $29.25 


28 


IRON  RESERVOIR  VASES 


Large  reservoir  and  plenty  of  earth  space 


Loraine 


Height,  to  top  of  handles,  32  inches  Diameter  of  Vase,  18^  inches 

Width,  including  handles,  29  inches  Capacity  of  Reservoir,  3 gallons 


Price,  painted  white,  $28.00  Price,  painted  and  bronzed,  $31.00 


IRON  RESERVOIR  VASES 
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Vases  shown  on  pages  28  to  36,  inclusive,  are  all  modern  designs 


Viola  Vase 

ON  CRANE  PEDESTAL 

Height,  to  top  of  handles,  43  inches  Diameter  of  Vase,  22  inches 

Width,  including  handles,  32  inches  Capacity  of  Reservoir,  3 gallons 


Price,  painted,  $26.00  Price,  painted  and  bronzed,  $30.00 


IRON  RESERVOIR  VASES 


Flora  Vase 

ON  CRANE  PEDESTAL 


Height,  to  top  of  handles,  43  inches  Diameter  of  Vase,  22  inches 

Width,  including  handles,  32  inches  Capacity  of  Reservoir,  2J^  gallons 


Price,  painted,  $25.00 


Price,  painted  and  bronzed,  $29.00 


IRON  RESERVOIR  VASES 
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An  especially  pleasing  model 


Viola  Vase 

ON  NO.  5 PEDESTAL 


Height,  to  top  of  handles,  48  inches  Diameter  of  Vase,  22  inches 

Width,  including  handles,  30  inches  Capacity  of  Reservoir,  3 gallons 


Price,  painted,  $20.00  Price,  painted  and  bronzed,  $23.00 
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IRON  RESERVOIR  VASES 


Flora  Vase 

ON  NO.  5 PEDESTAL 


Height,  to  top  of  handles,  48  inches  Diameter  of  Vase,  22  inches 

Width,  including  handles,  32  inches  Capacity  of  Reservoir,  2l/2  gallons 


Price,  painted,  $19.00  Price,  painted  and  bronzed,  $22.00 


IRON  RESERVOIR  VASES 
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A graceful  vase  of  simple  outline 


Gladstone  Vase 

ON  NO.  5 PEDESTAL 

Height,  43  inches  Diameter  of  Vase,  22  inches  Capacity  of  Reservoir,  3 gallons 

Price,  painted,  $17.00  Price,  painted  and  bronzed,  $20.00 
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IRON  RESERVOIR  VASES 


Winton  Vase 

ON  NO.  5 PEDESTAL 

Height,  43  inches  Diameter  of  Vase,  22  inches  Capacity  of  Reservoir,  23-^  gallons 


Price,  painted,  $16.00  Price,  painted  and  bronzed,  $19.00 


IRON  RESERVOIR  VASES 
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Gladstone  Vase 

ON  NO.  2 BASE 

Height,  31  inches 
Diameter  of  Vase,  22  inches 
Capacity  of  Reservoir,  3 gallons 

Price,  painted,  $14.00 

Price,  painted  and  bronzed,  $17.00 


These  vases  are  modern  in  construction 


and  in  exceedingly  good  taste 


Viola  Vase 

ON  NO.  2 BASE 

Height,  to  top  of  handles,  3G  inches 
Diameter  of  Vase,  22  inches 
Width,  including  handles,  30  inches 
Capacity  of  Reservoir,  3 gallons 

Price,  painted,  $17.00 

Price,  painted  and  bronzed,  $20.00 
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IRON  RESERVOIR  VASES 


Winton  Vase 

ON  NO.  2 BASE 

Height,  31  inches 
Diameter  of  Vase,  22  inches 
Capacity  of  Reservoir,  2^  gallons 

Price,  painted,  $13.00 

Price,  painted  and  bronzed,  $16.00 


Flora  Vase 

ON  NO.  2 BASE 

Height,  to  top  of  handles,  36  inches 
Diameter  of  Vase,  22  inches 
Width,  including  handles,  32  inches 
Capacity  of  Reservoir,  2^  gallons 

Price,  painted,  $16.00 

Price,  painted  and  bronzed,  $19.00 


IRON  RESERVOIR  VASES 
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E-l — Height,  to  top  of  handles,  47  inches 
Width,  including  handles,  30  inches 


Diameter  of  Vase,  22  inches 
Capacity  of  Reservoir,  ll/2  gallons 


Base,  17  inches  square 

Price,  painted  white,  $16.25  Price,  painted  and  bronzed,  $19.25 
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IRON  RESERVOIR  VASES 


E-7 — Height,  to  top  of  handles,  443^  inches 
Width,  including  handles,  34  inches 


Diameter  of  Vase,  22  inches 
Capacity  of  Reservoir,  V/^  gallons 


Price,  painted  white,  $16.50  Price,  painted  and  bronzed,  $19.50 


IRON  RESERVOIR  VASES 
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F-l — Height,  40  inches 

Base,  17  inches  square 


Diameter,  22  niches 

Capacity  of  Reservoir,  1 Yi  gallons 


Price,  painted  white,  $14.50 


Price,  painted  and  bronzed,  $17.50 
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IRON  RESERVOIR  VASES 


E-2 — Height,  to  top  of  handles,  40  inches 

Base,  14  inches  square  Width,  including  handles,  30  inches 


Diameter  of  Vase,  22  inches 
Capacity  of  Reservoir,  I3dj  gallons 


Price,  painted  white,  $12.75  Price,  painted  and  bronzed,  $15.75 


IRON  RESERVOIR  VASES 
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E-8 — Height,  to  top  of  handles,  38  inches 
Width,  including  handles,  34  inches 


Diameter  of  Vase,  22  inches 
Capacity  of  Reservoir,  1^  gallons 


Price,  painted  white,  $13.00  Price,  painted  and  bronzed,  $17.00 
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IRON  RESERVOIR  VASES 


1 

1 

in a 

F-2 — Height,  33  inches 

Base,  14  inches  square 


Diameter  of  Vase,  22  inches 
Capacity  of  Reservoir,  V/2  gallons 


Price, rpainted  white,  $11.00  Price,  painted  and  bronzed,  $14.00 


IRON  RESERVOIR  VASES 
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E-4 

Height,  to  top  of  handles,  26  inches 
Diameter  of  Vase,  22  inches 
Width,  including  handles,  30  inches 
Base,  14  inches  square 
Capacity  of  Reservoir,  lj/2  gallons 

Price,  painted  white,  $9.25 


An  old  style  and  still  good 


E-3 

Height,  to  top  of  handles,  33  inches 
Diameter  of  Vase,  22  inches 
Width,  including  handles,  30  inches 
Base,  17  inches  square 
Capacity  of  Reservoir,  1^2  gallons 


Price,  painted  white,  $12.75 
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IRON  RESERVOIR  VASES 


E-5  Height,  to  top  of  handles,  44 inches  Base,  17  inches  square 

Width,  including  handles,  30  inches  Diameter,  22  inches  Capacity  of  Reservoir,  1]/%  gallons 

Price,  painted  white,  $15.75  Price,  painted  and  bronzed,  $18.75 


IRON  RESERVOIR  VASES 
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J 


F-5 — Height,  383^2  inches 
Base,  17  inches  square 


Diameter  of  Vase,  22  inches 
Capacity  of  Reservoir,  gallons 


Price,  painted  white,  $14.00  Price,  painted  and  bronzed,  $17.00 
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IRON  RESERVOIR  VASES 


E-6 — Height,  to  top  of  handles,  423^  inches 
Width,  including  handles,  34  inches 


Diameter  of  Vase,  22  inches 
Capacity  of  Reservoir,  13^>  gallons 


Price,  painted  white,  $16.00  Price,  painted  and  bronzed,  $19.00 


IRON  RESERVOIR  VASES 
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£-10 

Height,  to  top  of  handles,  24  inches 
Diameter  of  Vase,  22  inches 
Width,  including  handles,  34  inches 
Capacity  of  Reservoir,  gallons 

Price,  painted  white,  $9.50 
Price,  painted  and  bronzed,  $11.50 


E-9 

Height,  to  top  of  handles,  30^2  in. 
Diameter  of  Vase,  22  inches 
Width,  including  handles,  34  inches 
Capacity  of  Reservoir,  gallons 

Price,  painted  white,  $13.00 
Price,  painted  and  bronzed,  $15.50 
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IRON  RESERVOIR  VASES 


The  “R”  Vases  have  roomy  earth  space  for  plant  roots 


R-5 — Height,  46  inches 


Diameter  of  Vase,  21  inches 


Base,  17  inches  square 


Capacity  of  Reservoir,  V/i  gallons 


Price,  painted,  $16.00  Price,  painted  and  bronzed,  $20.00 


IRON  RESERVOIR  VASES 
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R-6 — Height,  to  top  of  handles,  50  inches 
Width,  including  handles,  36  inches 


Diameter  of  Vase,  21  inches 
Capacity  of  Reservoir,  2 3^  gallons 


Price,  painted  white,  $19.00  Price,  painted  and  bronzed,  $23.00 
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IRON  RESERVOIR  VASES 


R-2 — Height,  34  inches  Dir, meter  of  Vase,  21  inches 

Capacity  of  Reservoir,  234  gallons 

Price,  painted  white,  $12.00 


Price,  painted  and  bronzed,  $15.00 


IRON  RESERVOIR  VASES 


51 


R-4 — Height,  to  top  of  handles,  38  inches 
Width,  including  handles,  36  inches 


Diameter  of  Vase,  21  inches 
Capacity  of  Reservoir,  2 x/i  gallons 


Price,  painted  white,  $15.00 


Price,  painted  and  bronzed,  $18.00 
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IRON  RESERVOIR  VASES 


F-4 

Height,  20  inches 
Diameter  of  Vase,  22  inches 
Base,  14  inches  square 
Capacity  of  Reservoir,  \x/i  gallons 

Price,  painted  white,  $7.50 


F-3 

Height,  26  inches 
Diameter  of  Vase,  22  inches 
Base,  17  inches  square 
Capacity  of  Reservoir,  13^  gallons 


Price,  painted  white,  $11.00 


IRON  RESERVOIR  VASES 
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Note  the  reservoir  size 


1-2 — Height,  36  inches 


Diameter  of  Vase,  183^2  inches 

Capacity  of  Reservoir,  4J4  gallons 


Price,  painted  white,  $16.00  Price,  painted  and  bronzed,  $19.00 
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IRON  RESERVOIR  VASES 


T-4 — Height,  16  in. 

Diameter  of  Vase,  1934  in. 

Width,  including  handles,  2334  hi. 
Base,  93dz  in.  diameter 
Capacity  of  Reservoir,  1 gal. 
Price,  $7.50 


T-3 — Height,  1734  in. 

Diameter  of  Vase,  1934  in. 

Width,  including  handles,  2334  in- 
capacity of  Reservoir,  1 gal. 

Price,  painted,  $8.00 


T-2— Height,  2334  in. 

Diameter  of  Vase,  1934  in. 

Width,  including  handles,  2334  in. 
Capacity  of  Reservoir,  1 gal. 

Price,  painted,  $10.00 


T-l — Height,  3234  in.  Width,  including  handles,  2334  in. 
Diameter  of  Vase,  1934  in.  Capacity  of  Reservoir,  1 gal. 

Price,  painted,  $12.00 


V-l— Height,  30  in.  Diameter  of  Vase,  1934  in- 

capacity of  Reservoir,  1 gal. 

Price,  $11.00 


V-2 — Height,  21  inches 
Diameter  of  Vase,  1934  in. 
Capacity  of  Reservoir,  1 gal. 


V-3 — Height,  15  in. 

Diameter  of  Vase,  1934  in. 
Capacity  of  Reservoir,  1 gal. 

Price,  $7.00 


V-4— Height,  1334  in. 

Diameter  of  Vase,  1934  hi- 
Base,  round,  diameter,  1934  hi 
Capacity  of  Reservoir,  1 gal. 

Price,  $6.50 


Price,  $9.00 
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D-3 — Height,  21  in. 

Diameter  of  Vase,  16  in. 

Base,  103^2  in.  square 
Capacity  of  Reservoir,  \l/2  gal. 

Price,  $7.00 


D-2 — Height,  27  in. 

Diameter  of  Vase,  16  in. 

Base,  14  in.  square 
Capacity  of  Reservoir,  13^2  gal. 

Price,  $9.00 


D-l — Height,  363^2  in. 

Diameter  of  Vase,  16  in. 

Base,  14  in.  square 
Capacity  of  Reservoir,  13^  gal 

Price,  $11.00 


* 


C-l — Height,  40  in. 

Diameter  of  Vase,  153^2  in. 
Width,  including  handles,  25  in. 
Base,  14  in.  square 

Price,  $11.00 


C-2 — Height,  263^2  in. 

Diameter  of  Vase,  153^2  in. 
Width,  including  handles,  24  in. 
Base,  14  in.  square 

Price,  $9.00 


C-3 — Height,  20  in. 

Diameter  of  Vase,  153/2  in. 
Width,  including  handles,  25  in. 
Base,  103^  in.  square 

Price,  $7.00 
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Tulip  Vase 

These  vases  are  not  made  under  the  Reservoir  Patent,  and  are  not  self-watering.  Painted  white  or  green. 
No.  1 — Height,  19J4  inches;  diameter,  93^  inches,  $ 3.50 
No.  2—  “ 22  “ “ 15  “ 6.50 

No.  3—  “ 35  “ “ 20  “ 13.25 


Lawn  Chair 


Light  and  graceful,  painted  either  white 
or  green  as  desired. 

Price,  $6.00 


Iron 

Bouquet 

Holders 


Painted  green  and  bronzed 
No.  1 — Height,  5 in.  each  40c 
No.  2—  “ 6^“  “ 50c 

These  measurements  are  exclu- 
sive of  the  spike 
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Grape  Settee 

Two  Seat.  Painted  Green.  Bronzed. 

Price,  $14.00 


58 


IRON  RESERVOIR  VASES 


Gothic  Settee 

1 liree  Seat.  Painted  Green  and 
Bronzed. 

Price,  $19.50 


Queen  City  Settee 

This  settee  is  made  with  seat  of  hard- 
wood slats,  oiled  and  shellaced. 

Two  Seat,  painted  green 
and  bronzed,  $17.00 

Three  Seat,  painted  green 
and  bronzed,  $20.00 


